Section 04 


Illustration Plates for Standard Shutters. 
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“mee Mai 56 


SYNCHRO-COMPUR 00-MXV 
Spannring 
Tensioning ring 


CN-1110-000 
Tafel 1 


COMPUR-WERK MUNCHEN 





66 Mai 56 


SYNCHRO-COMPUR 00-MXV 
Spannring 
Tensioning ring 


CN-1110-000 
Tafel 2 


COMPUR-WERK MUNCHEN 





66 Mai 56 


SYNCHRO-COMPUR 00-MXV 
Spannring 
Tensioning ring 


CN-1110-000 
Tafel 3 


CN-1110-000 





COMPUR-WERK MUNCHEN 


“66 Okt. 57 


SYNCHRO-COMPUR 00-MXV 
Spannring 
Tensioning ring 


CN-1110-000 
Tafel 4 


619 664 





COMPUR-WERK MUNCHEN 


66 Mai 56 


SYNCHRO-COMPUR 00-MXV 
Spannring 
Tensioning ring 


CN-1110-000 
Tafel 5 





COMPUR-WERK MUNCHEN 


766 Mai 56 


SYNCHRO-COMPUR 00-MXV 
Spannring 
Tensioning ring 


CN-1110-000 
Tafel 6 


COMPUR-WERK MUNCHEN 





68 Mai 56 


SYNCHRO-COMPUR 00-MXV 
Spannring 
Tensioning ring 


CN-1110-000 
Tafel 7 


CN-1210-000 





COMPUR-WERK MUNCHEN 


ao Okt, 57 


SYNCHRO-COMPUR 00-MXV 
Spannring 
Tensioning ring 


CN-1110-000 
Tafel 8 


COMPUR-WERK MUNICH 





66 Mai 56 


SYNCHRO-COMPUR 00-MXV 
Spannring 
Tensioning ring 


CN-1110-000 
Tafel 9 


Fig. 8 X-Stellung Fig.9 M-Stellung 





COMPUR-WERK MUNCHEN 


Juni 1969 


SYNCHRO-COMPUR 00-MXV CN-1110-010 
Standard Tafel 1 


Anmerkung Nr.Q _ siehe Abschnitt [J der Reparaturanleitung 
Supplement No. Q _ See section [J of instructions for repairs 


Abbildung der tbrigen Teile siehe CN—1110—000 / The other parts see CN—1110—000 





COMPUR-WERK MUNCHEN 


Januar 1972 
SYNCHRO-COMPUR 00-MXV Gucaea 


Standard Tafel 1 
mit Lichtwertnachfiihrung und automatischer Scharfentiefeanzeige 


Abbildung der Ubrigen Teile siehe CN-1110—018, CN-1110—010 und CN-1110—000 
The other parts see CN-1110—018, CN-1110—010 and CN-1110—000 


178,136 


COMPUR-WERK MUNCHEN 





“TF April 60 


SYNCHRO-COMPUR 00-MXV*) Standard CN-1110-018 


mit automatischer Scharfentiefeanzeige Tafel 1 
with automatic depth-of-field indicator Plate 1 


Anmerkung Nr. © siehe Abschnitt [] der Reparaturanleitung 
Supplement No. O See section [1] of instructions for repairs 


Abbildung der Ubrigen Teile siehe CN-1110-010 und CN-1110-000 / The other parts see CN-1110-010 and CN-1110-000 


*) Da aus dieser Normtype nur ein SpezialverschluB 
CS-1110-355 entwickelt wurde, zeigt die Abbildung 
die Spezialausfihrung. 

Of the standard shutter*) only one special 
shutter CS-1110-355 (see photo below) has been 
developed. 


Kugel-Ball 
2mm @ 


CN-1110-010 
Tafel 1 


COMPUR-WERK MUNCHEN 





SH April 60 


SYNCHRO-COMPUR 00-MXV CN-1110-019 
Sondermodell mit verzahnten Einstellringen Tafel 1 
Special type with toothed setting rings Plate 1 
Anmerkung Nr. O siehe Abschnitt (] der Reparaturanleitung 


Supplement No. © See section [] of instructions for repairs 
Abbildung der tibrigen Teile siene CN-1110-000 / The other parts see CN-1110-000 


Kugel-Ball 
2mm © 





COMPUR-WERK MUNCHEN 


** 61 Mai 56 


SYNCHRO-COMPUR 00-MXV 1110-020 
BH Reflex Tafel 1 


Abbildung der tbrigen Teile siehe 1110—000 / The other parts see 1110—000 


COMPUR-WERK MUNCHEN 





September 1969 


SYNCHRO-COMPUR 00-MXV CN-1110-020 
BH Reflex Tafel 2 


Anmerkung Nr. O siehe Abschnitt [J der Reparaturanleitung 
Supplement No. O See section [1 of instructions for repairs 





COMPUR-WERK MUNCHEN 


Juni 1969 


SYNCHRO-COMPUR 00-MXV CN-1110-020 
BH Reflex Tafel 3 


Anmerkung Nr. O siehe Abschnitt [] der Reparaturanleitung 
Supplement No. O See section (] of instructions for repairs 





COMPUR-WERK MUNCHEN 


i | April 60 


SYNCHRO-COMPUR 00-MXV _ BH-Reflex CN-1110-024 
mit Lichtwertnachfiihrung und automatischer Scharfentiefeanzeige Tafel 1 
with light value follow-up system and automatic depth-of-field-indicator Plate 1 


Abbildung der tibrigen Teile siehe CN-1110-000 / The other parts see CN-1110-000 
Anmerkung Nr. © siehe Abschnitt (] der Reparaturanleitung 
Supplement No. © See section [J of instructions for repairs 


831 N 032 


COMPUR-WERK MUNCHEN 





Juni 1969 


SYNCHRO-COMPUR 00-MXV BH-REFLEX CN-1110-024 
mit Lichtwertnachfiihrung und automatischer Scharfentiefeanzeige 


With light value follow-up system and automatic depth-of-field-indicator Tafel 2 


Anmerkung Nr. © siehe Abschnitt [] der Reparaturanleitung 


Supplement No. © See section ] of instructions for repairs 


739 a. 
*y 


581,821 


815 @ (4) 10 


Kugel-Ball 
2mm 


Kugel-Ball 
734 736 2mme 


733 735 731 =732 


COMPUR-WERK MUNCHEN 





Juni 1969 


SYNCHRO-COMPUR 00-MXV BH-REFLEX CN-1110-024 
mit Lichtwertnachfiihrung und automatischer Scharfentiefeanzeige 


With light value follow-up system and automatic depth-of-field-indicator Tafel 3 


Anmerkung Nr. © siehe Abschnitt [1] der Reparaturanleitung 
Supplement No.Q __ See section [J of instructions for repairs 


# 567 





COMPUR-WERK MUNCHEN 


Januar 1972 


SYNCHRO-COMPUR 00-MXV 
Standard 
mit Lichtwertnachfiihrung 


CN-1110-025 
Tafel 1 


Abbildung der iibrigen Teile siene CN-1110—000 / The other parts see CN-1110—000 


Kugel-Ball 
2mm 





COMPUR-WERK MUNCHEN 


7A April 60 


SYNCHRO-COMPUR 00-MXV _ Standard CN-1110-026 


mit Lichtwertnachfiihrung und automatischer Scharfentiefeanzeige Tafel 1 
With light value follow-up system and automatic depth-of-field-indicator Plate 1 


Anmerkung Nr. © siehe Abschnitt [] der Reparaturanleitung 
Supplement No. © See section [J of instructions for repairs 


Abbildung der tibrigen Teile siehe CN-1110-010 und CN-1110-000 / The other parts see CN-1110-010 and CN-1110-000 


er 


OMPUR-WERK MUNCHEN 





Mai 56 


SYNCHRO-COMPUR 00-MXV 


1110-030 
Weit 


Tafel 1 


Abbildung der Ubrigen Teile siche 1110—000 / The other parts see 1110—000 


3 
: 
; 
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COMPUR-WERK MUNCHEN 


Juni 1969 


SYNCHRO-COMPUR 00-MXV CN-1110-030 
Weit 


Wide Tafel 2 


Anmerkung Nr. O siehe Abschnitt [] der Reparaturanleitung 
Supplement No. © See section [1 of instructions for repairs 





COMPUR-WERK MUNCHEN 


+69 April 60 


SYNCHRO-COMPUR 00-MXV CN-1110-034 
Weit — mit Lichtwertnachfiihrung 


Wide — with light value follow-up system Tafel 1 


Anmerkung Nr. © siehe Abschnitt [] der Reparaturanleitung Abbildung der ibrigen Teile siehe CN—1110—000 
Supplement No. © See section [J of instructions for repairs The other parts see CN—1110—000 
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Kugel-Ball 


2mm @ 





COMPUR-WERK MUNCHEN 


71 April 60 


SYNCHRO-COMPUR 00-MXV_ Weit CN-1110-034 
mit Lichtwertnachfiihrung Tafel 2 
with light value follow-up system Plate 2 


Anmerkung Nr. © siehe Abschnitt [] der Reparaturanleitung 
Supplement No, © See section [| of instructions for repairs 





COMPUR-WERK MUNCHEN 


Juli 1969 


SYNCHRO-COMPUR 00-MXV 
Weit-Reflex mit Lichtwertnachfiihrung 
Wide-Reflex with light value follow up system 


CN-1110-035 
Tafel 1 


Anmerkung Nr.© _ siehe Abschnitt [1] der Reparaturanleitung 
Supplement No. O See section LF] of instructions for repairs 


Abbildung der tbrigen Teile siehe CN—1110—000 / The other parts see CN—1110—000 





COMPUR-WERK MUNCHEN 


al April 60 


SYNCHRO-COMPUR 00-MXV_ Weit-Reflex CN-1110-035 
mit Lichtwertnachfiihrung Tafel 2 
with light value follow-up system Plate 2 


Anmerkung Nr. © siehe Abschnitt [] der Reparaturanleitung 
Supplement No. © See section (] of instructions for repairs 





COMPUR-WERK MUNCHEN 


SYNCHRO-COMPUR 00-MXV 
Weit-Reflex 1110-035 


mit Lichtwertnachfihrung Tafel 3 


Kurvenringlappen 552 
Lug of the cam ring 552 





COMPUR-WERK MUNCHEN 


* 68 


September 1963 


CN-1112-004 
COMPUR-RAPID 00-XV Tafel 1 
Plate 1 


Siehe Abschnitt 1] der Reparaturanleitung 


See section [1] of instructions for repairs 
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COMPUR-WERK MUNCHEN 


69 Oktober 1957 


COMPUR-RAPID 00-XV*) CN-1112-010 
Standard ohne Spannring 


Standard without tensioning ring Tafel 1 


Abbildung der tbrigen Teile siehe CN—1110—010 und CN—1110—000 

The other parts see CN—1110—010 and CN—1110—000 

*) Nebenstehende Abbildung: Die Normtypen CN—1112—010 und CN—1110—010 
weisen bis auf den Schriftzug COMPUR-RAPID bzw. SYNCHRO-COMPUR die 
gleichen AufSenformen auf 

*) Photo on the right: Except for the engravings COMPUR-RAPID or SYNCHRO 
COMPUR, the standard shutter, CN—1112—010 and CN—1110—010 have the 
same shapes. 








COMPUR-WERK MUNCHEN 





*68 April 1967 


SYNCHRO-COMPUR 0-MXV CN-1210-022 
GH-Reflex 103 Tafel 1 


Anmerkung Nr. O siehe Abschnitt [] der Reparaturanleitung 


Supplement No. _ See section [J of instructions for repairs 


029 
059 058 


539 @ (1/11 


one 2 


COMPUR-WERK MUNCHEN 





*69 Okt. 66 


SYNCHRO-COMPUR 0-MXV CN -1210-022 
GH Reflex 103 Tafel 2 


Diese Ausfiihrung wurde bis 1965 gefertigt = Anmerkung Nr. © siehe Abschnitt [J der Reparaturanleitung Siehe auch Tafel 2a 


This shutter was manufactured fill 1965 Supplement No. © See section 1 of instructions for repairs See also plate 2a 
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COMPUR-WERK MUNCHEN 


* 68 April 1967 


SYNCHRO-COMPUR 0-MXV CN-1210-022 
GH-Reflex 103 Tafel 2a 


Anmerkung Nr. O siehe Abschnitt (] der Reparaturanleitung 


Supplement No.Q _See section [J of instructions for repairs 


Diese Ausfiihrung wird seit 1965 gefertigt - This design has been manufactured since 1965 
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COMPUR-WERK MUNCHEN 


“68 April 1967 


SYNCHRO-COMPUR 0-MXV CN-1210-022 
GH-Reflex 103 Tafel 3 


Anmerkung Nr. © siehe Abschnitt (] der Reparaturanleitung 
-O 


Supplement No. See section (] of instructions for repairs 


011-120 


COMPUR-WERK MUNCHEN 





Mai 1967 


SYNCHRO-COMPUR 0-MXV CN-1210-040 
GH-Reflex-Wechsel 107 Tafel 1 


CN-1210-022 


Ausfihrung 
ab 1966 
Design 
after 1966 


031 


/ 
063 065 


COMPUR-WERK MUNCHEN 





*68 November 1966 


SYNCHRO-COMPUR 0-MXV CN-1210-040 
GH-Reflex-Wechsel 107 Tafel 2 


Dargestellt ist die frihere Ausfiihrung (bis 1965) ohne Klemmring 049 
Shown is the former design (till 1965) without clamp ring 049 


Fig.2 1 


018 


Fig. 3 Ring gewendet 
7| Ring Turned 


K lemmring 049 
073 / Clamp ring 049 


Siehe Abschnitt [] der Reparaturanleitung 


See section (] of instructions for repairs 


COMPUR-WERK MUNCHEN 





*68 April 1967 


SYNCHRO-COMPUR 0-MXV CN-1210-041 
GH-Reflex-Wechsel 107 Tafel 1 


Anmerkung Nr. O siehe Abschnitt (J der Reparaturanleitung 


Supplement No. O See section [] of instructions for repairs 


we CN-1210-022 


027,028 


"1 


030-743 


COMPUR-WERK MUNCHEN 





*68 April 1967 


SYNCHRO-COMPUR 0-MXV CN-1210-041 
GH-Reflex-Wechsel 107 Tafel 2 


Anmerkung Nr. © siehe Abschnitt [] der Reparaturanleitung 


Supplement No.© See section [J of instructions for repairs 


Ola 6 


7002 * 
Hw 075 @@@ 2 
ys Senkschraube 


countersunk machine screw 


/ 
109 = 
Zylinderkopfschraube 
urz 
fillister head 
screw short 


Ausfihrung 
ab 1966 
Design after 
1966 


055 


063 001 


* 070 bei CN—1210—042 





COMPUR-WERK MUNCHEN 


April 1968 


SYNCHRO-COMPUR O-MXV CN-1210-047 
GH-Reflex-Wechsel f:500 Tafel 1 


Anmerkung Nr. O 

siehe Abschnitt [1] der Reparaturanleitung 
Supplement No. O 

See section [] of instructions for repairs 
VerschluBbefestigung 

siehe CN—1210—041 Tafel 1 
Shutter mounting 

see CN—1210—041 plate 1 


-073 (22) 3 


2x8 DIN 1473 
078” 


T 063 001 3 


COMPUR-WERK MUNCHEN 





Juni 1969 


SYNCHRO-COMPUR 0-MXV CN-1210-051 


mit Sektorendffnungseinrichtung 


with blade-opening mechanism rey 


Anmerkung Nr. O siehe Abschnitt 1] der Reparaturanleitung 
Supplement No. © See section [] of instructions for repairs 


544 





COMPUR-WERK MUNCHEN 


A/Dezember 1965 


CN-1307-000 
Tafel 1 


SYNCHRO-COMPUR 1-MX 


Verschlufs gespannt 
shutter tensioned 





COMPUR-WERK MUNCHEN 


A/Dezember 1965 


CN -1307-000 
Tafel 2 


SYNCHRO-COMPUR 1-MX 


COMPUR-WERK MUNCHEN 





A/Dezember 1965 


CN-1307-000 
SYNCHRO-COMPUR 1-MX 
Tafel 3 


VerschluB und 
Vorlaufwerk gespannt 


Shutter and delayed-action 
mechanism tensioned 





COMPUR-WERK MUNCHEN 


A/Dezember 1965 


CN-1307-000 
Tafel 4 


SYNCHRO-COMPUR 1-MX 


697 670 





COMPUR-WERK MUNCHEN 


A/Dezember 1965 


CN-1307-000 
Tafel 5 


SYNCHRO-COMPUR 1-MX 


Sektoren geschlossen Sektoren geéffnet 
Blades closed Blades open 





COMPUR-WERK MUNCHEN 


A/Dezember 1965 


1307-000 
Tafel 6 


SYNCHRO-COMPUR 1-MX 


COMPUR-WERK MUNCHEN 





A/Dezember 1965 


SYNCHRO-COMPUR 1-MX 1907-000 
Tafel 7 


COMPUR-WERK MUNCHEN 





A/Dezember 1965 


1307-000 


SYNCHRO-COMPUR 1-MX 
Tafel 8 


— Zeit wird kirzer — speed increases 
+ Zeit wird ldnger + speed decreases 


Durchbiegung 
0,2...0,4mm 
deflection 

0,2...0,4mm 


Justierstelle 3 Justierstelle ] M-Stellung: P=10...20p 
point of adjustment 1 M-position: P=10...20p 


point of adjustment 3 


COMPUR-WERK MUNCHEN 





*69 November 1964 


CN-1914-000 
Tafel/Plate 1 


COMPUR-RAPID 000-X 


Anmerkung Nr. © siehe Abschnitt () der Reparaturanleitung 
Supplement No. © See section [J of instructions for repairs 


joe 


* DIN 6799 (0,8 @) 


XN <F, 
** Sicherungsscheibe 0,8 mm Spez. 4,0 2 
Lock disk 0.8 mm spec. 4.02 


341 @ 


Zeit wird 


1/250 1/125 Time gets 
1/500 1/60 1/80 


1/30 sec. 
Feder verhdngen 
Change position of spring 


COMPUR-WERK MUNCHEN 





*66 Jan. 1964 


CN-1914-000 
Tafel/Plate 2 


COMPUR-RAPID 000-X 


GP ops DIN 6799 (0,8 @) 


an le 


DIN 6799 
(1,5 @) 





COMPUR-WERK MUNCHEN 


* 66 November 1964 





COMPUR-WERK MUNCHEN 


“66 November 1964 


COMPUR-WERK MUNCHEN 





A/Dezember 1965 


1915-001 
Tafel 1 


COMPUR 000-X 


540; 544 


* Sicherungsscheibe 0,8 mm DIN 6799 
* Locking washer 


COMPUR-WERK MUNCHEN 





A/Dezember 1965 


COMPUR 000-X CN-1915-001 
Tafel 2 


1,5 @ DIN 6799 


COMPUR-WERK MUNCHEN 





A/Dezember 1965 


CN-1915-001 
Tafel 3 


COMPUR 000-X 





COMPUR-WERK MUNCHEN 


A/Dezember 1965 


COMPUR 000-X CN-1916-001 


SelbstspannverschluB 


single action shutter Tarai 


Siehe auch CN-1915-001 See CN-1915-001 


COMPUR-WERK MUNCHEN 





A/Dezember 1965 


COMPUR 000-X CN-1916-004 
mit Keildifferential und Filmwerteinstellung 
with wedge differential and film speed setting 


Tafel 1 


Siehe auch CN-1916-001 und CN-1915-001 
see CN-1916-001 and CN-1915-001 


E-Messertaststift 
RF feeler pin 


COMPUR-WERK MUNCHEN 





